CGI 


3IJFFE) 


QSSI(HU(lDL(MIDA 


MITRE 


TerremarCGI-HIOS 


Periodic Table of FEPS IT. Build Work Streams 


CURRENT AS OF: 


COUNTDOWN 


-17 


BOOZ 


iCGI 


I (FFE 

Col FFE Dev 


KEY Milestone 


HUB Requirments Complete 
XOC "Go Live" 

ES.E Requirements Complete 
FM Requirements Complete 


11/1/2012 
11/15/2012 
12/1/2012 
1/1/2013 


SHOP Requirements Complete 


1/1/2013 


:r Testing Complete 


HUB Development Complete 


days to Open Enrollment 


KEY Milestone 


PM Development Complete 
EIDM "Go Live" 
E&E Development Complete 
FM Development Complete 


4/1/2013 
4/15/2013 
5/31/2013 

7/1/2013 


;ncy Testing Complete 


7/1/2013 


SHOP Dev.&State Testing Cmplt 


DAY "1" Open Enrollment 


TerremailQSSI-TES Genova 


eGlobal 


T1CG MITRE 

Executive Sppt State Engmnt. 


BOOZ 

ntgrtn & Ops Sppt. 


CGI (FFEjQSSI-EID Turning FjCGI (FFE) 


Terremar IDL(MIDAQSSI(HUEQSSI(HUE QuTech 


QSSKHU! 


Genova 


Strategi 

State Coord. 


Noblis 


QSSI-EID 


SAGE QSSKHUECGI (FFE) Genova 


T1CG 

Executive Sppt 


Genova 


URS IDL(MIDA Noblis 

Cloud M.I.D.A.S 


Cognosai^jlJHa MITRE 


SphereccCGI (FFE)QSSI(HUE Noblis 


5Nppo°rt^ml''5 [ 't"^ 


QSSI-EIDI MITRE 

EIDM 


T1CG 


URS 


BOOZ 

Intgrtn & Ops Sppt. 


CSSi 


MITRE Relis LLC 

State Engmnt. Executive Sppt 


Strategi 


IDL(MIDA 


Heitech 


. ■Mima 


MITRE 


Project 
Management & 
Operations 
Support 


BOOZ 

Intgrtn fit Ops Sppt. 


BOOZ 

:n Si Ops Sppt. 


CGI (FFE)|CGI-HIOS|Terremad Genova QSSI-EID 


Deloitte 


Noblis 


URS 


-sassr 


SAGE Innosoft 


Strategi 


Relis LLc Turning F] Noblis 


CSSi 


MITRE 


Strategi 

State Coord. 


QuTech Innosoft 

Help Desk calt support Executive 
Support 




